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A. Is the information accurate? (Clrole response) 

Sategorias Source Source Source 

A a & 

Yes (true) (1) (1) (1) 
May be true (2) (2) 
Possibly true (3) (3) (3) 

No (4) (4) 
Possibly not true (5) (5) (8) 
Ungure (6) (6) (6) 


B, What is value of the Source(s)' information? (circle response) 


Major significance (3) (1) (1) 
High value (2) (2). (2) 


of value (3) Gy @) 
Low value (4) (4) 


No value (3) (5) (5) 
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